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This article [Opt. Eng. 51, 011002 (2012)] was originally 
published on 8 February 2012 with an error in Eq. (13). 
The corrected equation appears below. 

P(r) = A(r)[l +SA(r)]e^ 

» A 0 [l + 8A(r) + iS${r)], (13) 

The manuscript was corrected online on 15 February 
2012. The article appears correctly in print. 
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